THE  LAST  SUPPER 

Carved  from  statuary  marble  from  West 
Rutland,  Vermont,  is  on  display  at  the  Marble 
Exhibit,  Proctor,  Vermont.  Taken  from  do  Vinci's 
famous  painting,  it  was  hand  carved  in  about 
14  weeks  from  a  single  piece  of  marble. 

The  Marble  Exhibit  is  open  all  summer,  9  to 
5  (Sundays  and  holidays  included).  Admission 
free. 
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